specifications 


FOR THE 


CODE OSCILLATOR 


Model HD-16 


All prices are subject to change without notice, 

The Heath Company reserves the right todiscon- HEATH COMPANY 
tinue instruments and tochange specifications at BENTON HARBOR, 

any time. MICHIGAN 


596-856 PRINTED IN U.S.A 6-9-6T 


SPECIFICATIONS 


Modes Of Operation, ..cceccecccsevcene 


Tone Frequency. . wecscccccscesscsecs 


Controls, .. ccc csc rvcccesscccece 


Batteries Required (not supplied)... 2.000 


Color, eeeeeneeeeeeoeneeeeeneseeesneste 


siona 
MOLI e eee eee eee eee e eee eee ee eee 


Net weight... .cccevecevcveccccesece 


Audible tone from speaker or headphones, 
Visual indication from lamp, 


500 Hz nominal center frequency (adjustable). 


Volume control, 
Tone control, 
Light switch (Off-On), 


Key jack (key fur 


acCkK (Al 


Phones jack, 


nished), 


130 ohms, permanent magnet type, 
4JX5E670, GE unijunction, 


1 - C cell (1.5 volt). 


2 - #§-volt transistor batteries. (N 
or equivalent). 


Dark green and pale gray, Wrinkle enamel finish, 


A_F/OM uian w A 


CC ei aarp —————— 


The Heath Company reserves the right to discon- 
tinue instruments and to change specifications at 
any time without incurring any obligation to in- 


ww eaases, 


E 


4JX5E670 
VIEWED 
FROM BOTTOM 


+22 
R4 
200 


SCHEMATIC OF TH 


af, toh = A_O/ATY Ann g 
Zo; wiue A Tis Nig A Tost UCP [PnuoNe 
plug not inserted), 
1-1/3 Ibs, 
corporate new features in instruments previous- 


ly sold, 


VOLUME 


m 


HEATHKIT® 
CODE OSCILLATOR 
MODEL HD-16 


NOTES: 


1, ALL RESISTORS ARE 1/2 WATT. 
2. ALL RESISTOR VALUES ARE IN OHMS (K=1000), 


3. ALL CAPACITOR VALUES ARE IN fd. 


